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One of the most valuable and informative handbooks ever prepared 
on the subject of TEMPERATURE MEASUREMENT AND CONTROL is packed 
up and ready for immediate shipment to you! 

From the very first day of its publication we’ve been swamped 
with requests for copies. Everybody, it seems, wants this 
helpful handbook. 


HERE'S WHAT'S IN IT FOR YOU : 

Calibrating thermocouples. Platinum 
vs. platinum-rhodium; copper-constan- 
tan; chromel-alumel; iron-constantan 
thermocouples. 


We’re not surprised, because there’s never been a more practical 
review of the functions and applications of thermal measuring and 
monitoring devices. Here is the latest information available to 
help you handle heat! 


Low temperature characteristics of 
chromel-alumel thermocouples. 

Temperature measurement with 
thermistors. 


Whether you work with super-heaters, induction furnaces, 
hot fluids, molten metals -- or, at the other end of the 
scale, with refrigerated lines, cold rooms, cryogens or 
instrumentation for the chilly depths of space -- the 
new handbook is a comprehensive source of fact you need! 


4 best ways to measure high tem¬ 
peratures. 

Surface temperature measurement. 
Sources of errors and best ways to 
avoid them. 


We invite you to accept your personal copy of the handbook simply 
to introduce you to INSTRUMENTS and CONTROL SYSTEMS — the maga¬ 
zine read by more than 50,000 engineers, designers and management 
men. 

Each month I&CS brings you carefully researched reports on the 
technologies, the plants and the people of significant interest. 
You get authoritative information, news and new ideas of what’s 
vh r ._, -- who’s doing it — how it’s being done in your field. 

You’re unfailingly informed of the latest control applications 
and systems at work -- technical data on products and processing. 
What’s happening to shape the pattern of the future -- in nuclear 


Total temperature measurement. 
Using probes to arrest and convert 
kinetic energy of high velocity gases. 

High temperature pyrometry and 
thermometry. Low temperature ther¬ 
mometry. 

Infra-red radiometry, a powejful tool 
for measuring minute temperature 
differences and temperature reading 
at a distance. Applications in indus¬ 
trial, meteorological and military 
fields. 



(Over, please) 
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Surface Temperature. 
Reference Baths. 


and more! 
















power plants ... in the area of missile ground support equipment ... in airborne 
controls. Breakthroughs. Background. Practical ideas you can put to instant use! 

The way to keep up with progress and maintain your source of fact and inspiration 
is to receive INSTRUMENTS and CONTROL SYSTEMS regularly. 

NOW START IT COMING AT A SAVING OF koj 


Accept 14 months of INSTRUMENTS and CONTROL SYSTEMS for just $2.95* And get your 
copy of the brand new TEMPERATURE MEASUREMENT AND CONTROL HANDBOOK free -- with 
our compliments. 

This unusual double value offer can be made for a limited time only. Send no money 
now, unless you prefer -- we'll be glad to bill later. But act now -- simply pull 
out ‘the post-paid card below and drop it in the mail. 

P.S. Your subscription will include the next 
edition of BUYERS REFERENCE GUIDE 
listing over 2,000 measurement and control de¬ 
vices and 2,500 sources of supply. This is the 
only directory of its kind. 

Publisher 


Cordially, 




TM 


If you are already a subscriber 
to Instruments and Control Systems . . . 

or if you have received more than one of these letters, we 
regret the duplication. Unfortunately, it is generally impossible 
to check prospect lists against our own. 

We are trying to extend our service to as many as can profit¬ 
ably use it. If an acquaintance might find our publication 
useful, we d appreciate your passing our message along. 

Thank you. 


























